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Message Text 

UNCLASSIFIED 

PAGE 01 BRUSSE 08211 271010Z 
ACTION EUR- 12 

INFO OCT-01 ISO-00 CIAE-00 COME-00 EB-08 INR-10 LAB-04 
NSAE-00 SIL-01 /036W 

067645 271840Z/53 

R271003Z APR78 
FM AMEMBASSY BRUSSELS 
TO SECSTATE WASHDC 6263 
INFO AMEMBASSY THE HAGUE 
AMEMBASSY PARIS 

UNCLAS BRUSSELS 08211 

REE: STATE 97199 

E.0.11652: N/A 

TAGS: ELAB, NL, BE, OVIP (ELISBURG) 

SUBJECT: ELISBURG/PHILLIPS VISIT 

FOLLOWING PROGRAMS FOR ELISBURG/PHILLIPS VISIT 
TENTATIVELY SET: 

1. THE HAGUE. 

SATURDAY, MAY 13: ARRIVE SCHIPOHL (AMSTERDAM) 2020 SK-553 
MET BY EMBASSY CAR. DRIVE DIRECTLY TO APOLLO HOTEL, 

AMSTERDAM 

SUNDAY, MAY 14 AND MONDAY, MAY 15. FREE EOR SIGHTSEEING. 

(MAY 15 IS A DUTCH HOLIDAY) 

TUESDAY, MAY 16: 0830 PICKUP AT HOTEL (CHECK OUT). 

EMBASSY CAR TO THE HAGUE. MET BY REGIONAL LABOR 
ATTACHE JOHN GRIMES AT EMBASSY. 

1000 MINISTRY OF SOCIAL AFFAIRS.STATE SECRETARY FOR 
SOCIAL AFFAIRS L. DE GRAAF AND DIRECTOR GENERAL EOR 
SOCIAL INSURANCE L. LAMERS (ACCOMPANIED BY GRIMES). 

1200-1400 LUNCH 
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1430 NETHERLANDS EMPLOYERS FEDERATION (VNO). MR. H. 

VAN BRUSSEL, DR. A. VAN 00 YEN AND MRS. W.E. DE QUANT 
(ACCOMPANIED BY GRIMES). 

1630 EMBASSY CAR TO SCHIPHOL AIRPORT 
1815 LEAVE SCHIPHOL (FOR BRUSSELS) SN-956 

2. BRUSSELS 
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TUESDAY, MAY 16: 1855 ARRIVE BRUSSELS SN 956 

MET AT AIRPORT BY EMBASSY LABOR ASSISTANT IVAN COUTTENIER 

DRIVE DIRECTLY TO ASTORIA HOTEL. 

WEDNESDAY, MAY 17: 1100 PICKUP AT HOTEL BY REGIONAL 
LABOR ATTACHE GRIMES. 

1115 COURTESY CALL ON AMBASSADOR CHAMBERS 
1200-1430 LUNCH WITH USEC LABATT ROBERT SENSER, 

COUTTENIER AND GRIMES 

1500 EC HEADQUARTERS. EC VICE PRESIDENT EOR EMPLOYMENT 
AND SOCIAL AFFAIRS HENK VREDELING. (ACCOMPANIED BY 
SENSER). 

1615 EC HEADQUARTERS. SENIOR OFFICIALS EC DIRECTORATE 
GENERAL FOR SOCIAL AFFAIRS (ACCOMPANIED BY SENSER). 

1950 PICKUP AT HOTEL BY EMBASSY CAR. DRIVE TO 
AMBASSADOR'S RESIDENCE FOR BLACK-TIE DINNER (HONORING 
GOVERNOR OF WEST FLANDERS). 

THURSDAY, MAY 18: 0840 PICKUP AT HOTEL (CHECKOUT) BY 
COUTTENIER. 

0900 CALL ON MR. G. VIANE, MINISTRY OF LABOR OFFICIAL 
AND DEPUTY DIRECTOR OF THE JOINT LABOR/MANAGEMENT FUND 
FOR OCCUPATIONAL DISEASES. (ACCOMPANIED BY COUTTENIER). 
1130 CALL ON MR. W. PEIRENS, NATIONAL SECRETARY OF THE 
CHRISTIAN CONFEDERATION OF TRADE UNIONS (CSC), ALSO 
MEMBER OF THE BOARD OF THE FUND FOR OCCUPATIONAL 
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DISEASES. (ACCOMPANIED BY GRIMES). 

LUNCH AND EARLY AFTERNOON FREE. 

1700 DEPART EMBASSY FOR AIRPORT. (ACCOMPANIED BY GRIMES). 
1820 LEAVE BRUSSELS FOR PARIS SN-645. CHAMBERS 


UNCLASSIFIED 
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